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Separation Science a nd Phenomenex have collaborated to 
provide a series of Technology Guides' covering 
fundamentals, applications and online resources for users 
of chromatography and related technologies. 



In this guide, Phenomenex introduces its Yarra gel filtration columns 
and describes how they can be used for performing efficient method 
development for protein aggregation analysis. The company's Aeris 
reversed-phase core-shell HPLC/UHPLC columns for bioseparations are 
also featured with three technical notes to demonstrate their 
performance. 
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